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PART III 
Stores Purchase 


Medical Education Department 


TENDER NOTICE 


No. C7/14803 /2013/ MCT. 


17th July 2013 . 


Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for PIPMS, Medical College, Thiruvananthapuram . 


Tender should be superscribed , tender numbers and 
addressed to the Principal, Medical College , 
Thiruvananthapuram , Pin -695 011. Details can be had from 
this office on working hours till 3. 30 p . m . 

Tender No. and Name of Equipment — 53/2013 — Glass 
Wares (List attached ). 


Last date and time of receipt of tender form 
30 -8 -2013, 2 .30 p . m . - 

Opening date and time — 30 -8 -2013, 3 p . m . 

Tender form will be sent through post if required 
provided due amount with sufficient Postage Charges 
(9 50 ) is sent by way of Money Order in favour of the 
Principal, Medical College , Thiruvananthapuram, Kerala 
State, Pin -695 011 . Money Order should read this office 
on or before 13 -8 -2013 . No other forms of remittance will 
be accepted . 


Department - PIPMS. 


Cost of tender form (inclusive Sales Tax ) : 


1,050. 


Orginal 
Duplicate 


7 525. 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ 
പി . ഐ . പി. എം . എസ്സിലേക്ക് ആവശ്യമായ താഴെ പറയുന്ന 
സാധനങ്ങൾ വിതരണം ചെയ്യുന്നതിന് മുദ്രവെച്ച 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു. ദർഘാസുകൾ ദർഘാസ് 
നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്കു മുമ്പ് പ്രിൻസിപ്പാൾ, 
മെഡിക്കൽ കോളേജ്, തിരു വ ന ന്ത പു രം - 695 011 എന്ന 
വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 


Last date and time of sale of tender form - 29 - 8- 2013 , 
3 .30 p . m . 


ദർഘാസ് നമ്പരും സാധനങ്ങളുടെ പേരും --53 /13 - ഗ്ലാസ് 
വെയേഴ്സ് ( പട്ടിക ഉള്ളടക്കം ചെയ്തിട്ടുണ്ട്). 


- (1) 


(2) 


( 3) 


(4 ) 


ഡിപ്പാർട്ട്മെന്റ്- പി. ഐ . പി . എം . എസ്സ്. 


ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ Y 1,050. 

ശരിപ്പകർപ്പ് ? 525. 
ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും 
29 - 8 - 2013 , 3.30 മണി. 


ടെണ്ടർ ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 30 - 8 - 2013 , 2.30 മണി. 


- 6 Pipettes up to 1 ml 

25 Nos. 
graduated up to the tip 
7 Pipettes up to 0.1 ml 

40 Nos. 
graduated up to the tip 
8 Pipettes up to 0 .2 ml 

40 Nos. 
graduated up to the tip 
9 Test tubes Borosil 150 mm X 15mm 400 Nos. 
10 Test tubes Brorsil 125 mm x 15 mm 200 Nos . 
11 Test tubes Borosil 75 mm x 10 mm 100 Nos. 
12 Microslides ( Ground 75 x 25 x 1. 1 mm 100 pkt. 

edges & Lint free packing) 
13 Dryer s tube 

100 Nos. 
14 Felix tube 

22 x 22 mm 100 Nos. 
15 Mocro coverglass 

10 g x 100 
16 Beaker (Borosil) 1 lr. 

10 Nos. 


- ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 30- 8- 2013, 
3 മണി. 


20 Nos. 


ദർഘാസ് ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയക്കു 
ന്നതിനുവേണ്ട തുക (t 50 ) അധികമായി അയയ്ക്കേണ്ടതാണ്. 
ദർ ഘാ സ് ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ 
മണിയോർഡർ ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള 
എല്ലാ അപേക്ഷകളും നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം 
മുദ്രപത്രങ്ങളോ മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ 
ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും മേൽവിലാസം വ്യക്തമല്ലാത്ത 
തുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണി 

യോർഡറുകൾവഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകൾ ഈ ഓഫീസിൽ 13- 8- 2013 മുൻപ് കിട്ടിയിരിക്കണം. 
താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
ദർഘാസ് ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച് 
തുക തിരിച്ചു കിട്ടുന്നതുമല്ല. താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 


17 Beaker (Borosil) 500 ml 
18 Beaker (Borosil ) 250 ml 


50 Nos. 


50 Nos. 


50 Nos. 


10 Nos. 


50 Nos. 


DETAILS OF ITEMS 


19 Beaker (Borosil ) 100 ml 
20 Beaker (Borosil) 50 ml 
21 Counting chamber 

Improved New baner 

Bright line coverglass 
22 Sabli s Pipette suction 

tube and mouth piece 
23 Haemoglobinometer 
24 Glass funnel 6 cm 

dimeter 
25 Pasteur pipette with 

long tip for PCV 
26 ESR Stand (Westergen’s) 
27 Capillary tube 
28 Cavity slide 


20 Nos. 
10 Nos. 


Specification 


Quantity 


- St. Items 

No. 
- (1) (2) 
| 1 Centrifuge tube 


200 Nos. 


100 Nos . 


Plain with rim 
conical bottom 
15 ml 


5 Nos . 


1 Box 


500 Nos. 


2 Folin tube (25ml) Borosil graduation 100 Nos . 

- at 12 . 5 ml & 25 ml 
3 W . B .C . Pipette with 

20 Nos. 
suction tube and 
mouth piece 


TENDER SCHEDULE 


4 


50 Nos. 


Pipettes up to 5 ml 
graduated up to 
the tip 


1. The period for which the rates to be in firm 

One year. 
2. The rates should be inclusive of all taxes, 

otherwise tender will be rejected without any 
notice and for free delivery at the department 

concerned . 
3. Advance payments conditions will not be 

considered . 


5 


50 Nos. 


Pipettes up to 2 ml 
graduated up to the tip 


4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as 

possible. 
6 . Tenders should be accompanied with a formal 

agreement executed in * 100 Kerala non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 
Earnest Money Deposits (One Percentage ) of 
the total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College , 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders. 
9 . Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances. 
12 . For Medicines , Surgicals and Materials, Samples 

should be submitted along with the tender. 
Tenders without samples will not be considered 

for selection . 
13 . Tenders should bear the Signature and full Postal 

address of the tenderers witnesses wherever 

necessary. 
14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenders . 
15. Specifications of the items are given in the list. 
16 . Negotiation will be made only with the firm 

offering lowest price whose specification confirm 

to the requirements in the tender notification . 
17. Tender will be opened in the presence of each of 

the tenderers or his authorized representative who 

may present at the time. 
18. More details can be had from this office on 

working hours. 


Medical College, 
Thiruvananthapuram . 


( Sd .) 
Principal. 


TENDER NOTICE 


No. C7/14802/2013/ MCT. 


18th July 2013. 


Sealed competitive tenders are invited for the supply of the following items required for PIPMS, Department of 
Medical College, Thiruvananthapuram. 


Tender should be superscribed , Tender numbers and addressed to the Principal, Medical College, Thiruvananthapuram , 
Pin -695 011. Details can be had from this office on working hours till 3.30 p. m . 


Tender Number and Name of Equipment — 52/2013, Glasswares. 


Cost of tender form (Inclusive Sales Tax): 


Original - 7 630. 


Duplicate 


315. 


Last date and time for sale of tender form - 29- 8-2013 , 3.30 p. m . 


Last date and time of receipt of tender form — 30 -8 -2013, 2.30 p . m . 


Opening date and time — 30 -8- 2013 , 3 p. m . 


Tender form will be sent through post if required provided due amount with sufficient postage charge ( 50 ) is sent 
by way of Money Order in favour of the Principal, Medical College , Thiruvananthapuram, Kerala State , 
Pin -695 011. Money Order should reach this office on or before 13 -8 -2013 . No other forms of remittance will be accepted . 

- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ പി . ഐ . പി . എം . എസ്സിലേക്കാവശ്യമായ താഴെ പറയുന്ന സാധനങ്ങൾ 
വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിക്കുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്കു 
മുമ്പ് പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 എന്ന വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ്നമ്പരും സാധനങ്ങളുടെ പേരും - 52/ 2013 - ഗ്ലാസ് വെയേഴ്സ്. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( ടാക്സ് ഉൾപ്പെടെ) : 


അസ്സൽ -7 630 . 


ശരിപ്പകർപ്പ് ? 315 . 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും -- 29 - 8 - 2013 , 3 .30 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 30- 8-2013, 2.30 മണി. 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 30 -8 - 2013, 3 മണി. 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനു വേണ്ട തുക (8 50 ) അധികമായി അയക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപത്രങ്ങളോ മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടുകൊണ്ടു 
ള്ളതും മേൽവിലാസം വ്യക്തമല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ 
ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഈ ഓഫീസിൽ 13- 8- 2013- ന് മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ 
നിര സിക്കു ന്ന താ ണ്. ദർഘാസ് ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല . 
താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ 
ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


DETAILS OF ITEMS 


Name of Item 


Unit Prize 


Unit Prize 


Quantity 


Total 


Total 


No. 


(1 ) 


(4) 


(5 ) 


1 


Beaker-Law form -Borosil 

Capacity 100 ml 

250 ml 
500 ml 
1000 ml 


3,200 
4 ,000 
2,400 
2,000 


Boiling tubes with rim approx . OD x length 25 x 150 mm - Borosil 


2,000 


Burette -Accuracy Class B with straight boreglass stop cock , 
50 ml capacity - Borosil 


5,000 


Condenser- Liebig, Drip tip with interchangeable inner & outer 
Joints 19/26 , approx length 300 mm Borosil 


660 


5 


Nessler cylinder-Flat bottom with 50 ml marking Capacity 
50 ml-Borosil 


7 ,000 


Measuring cylinder, graduated single metric scale with hexagonal 
base , Accuracy class B , Borosil 


Capacity 


5 ml 
10 ml 
50 ml 


180 
200 


250 


10 Nos. 
10 Nos. 
20 Nos. 
30 Nos. 
2 Nos. 
2 Nos. 
2 Nos . 


300 
600 

700 
1,100 


1,800 
2,000 
5,000 
9,000 
1,200 
1,400 
2,200 


250 ml 
500 ml 
1000 ml 


( 1) 


( 2 ) 


(3 ) 


(4 ) 


(5 ) 


1, 200 


2 ,400 


Soxhlet apparatus- interchangeable joints 40 /38 & 24 /29, capacity 
100 ml, Flask size 250 ml. complete with Allihn condenser and 
flask -Borosil 


120 


4 , 800 


Conical flask , Erlenmeyer narrow mouth , graduated , Capacity 
250 ml-Borosil 


Iodine flask - interchangeable stopper 24 /29 , capacity 
250 ml-Borosil 


8,800 


10 


220 


8,800 


Standard flask - accuracy Class B with interchangeable stopper 
14 / 15 , tolerence 0 .2 ml. capacity 100 ml-Borosil 


11 


Funnel, plain 60° angle, long stem Borosil 
Diameter size 50 mm 

75 mm 


2 ,400 
2,400 


700 


3 ,500 


Separating funnel, pear shaped , with stop cock & interchangeable 
stopper 19/20 Capacity 250 ml-Brosil 


Pipettes accuracy Class B , transfer volumetric tolerance 
+ 0 .06 ml-Borosil 

20 ml 
25 ml 


Capacity 


2 ,400 
2 ,400 


14 


Graduated Pipette ; accuracy Class B - Borosil 


1,200 
1 ,000 


Capacity 10 ml 

5 ml 
2 ml 
1 ml 


900 


800 


15 


Test tubes with rim , approz . OD x length 15x 150 ml-Borosil 


12 ,000 


Watch glass- diameter 75 mm - Borosil 


1,200 


los 


20 gross 


2 ,400 


4 


Fusion tube - OD x height 5 x 50 mm made up of ordinary thin 
glass , 1 gross 


18 


Test tube holder -SS 


2 ,800 


Tongs-crucible - SS 


3 ,200 


Test tube stand - wooden for 6 tubes 


1,600 


Burette stand - base size 120 x 180 mm with 50 cm long iron 
rod with 12 mm diameter-approx. weight 500 x 750gm 


3 ,600 


Cover slip , 1 box 


500 


Volatile oil Apparatus, 500 ml capacity - Borosil 


1,400 


1,400 


China dish - diameter 80 mm 


15 


50 


750 


Glass tube, diameter 6mm , 1kg 


800 


1 kg 


800 


1,200 


1 kg 


1,200 


Glass rod , diameter 6mm , 1kg 
Spatula- SS 


27 


30 


40 Nos. 


1,200 


(2 ) 


(5 ) 


28 


Reagent bottle with flat head stopper and narrow mouth -Borosil 

Capacity 125 ml 

250 ml 
500 ml 


4 ,400 
6,000 
6 ,800 

600 


10 


gross 


Capillary tube , 1 gross 
Wash bottle 500 ml, PVC 


30 


1,600 


Wire Gauze 


100 Nos. 


2 ,000 


1,600 
3,000 


33 


3,000 


800 


400 


400 


100 


Thermometer-0 to 350 C 
Filter paper, Whattman , 1 sheet 
Filter paper- Ordinary, 1 sheet 
pH paper, pH 1 to 14 , book with 10 leaves 
Litmus paper, book with 10 leaves 

Red 

Blue 
Pipette teat, small size 
Glass Mortar with Pestle , Dia of rim 10cm 
Weighing bottle- Borosil , Capacity 5 ml 
Culture media tube, flat bottom with screw cap and rubber liner, 
Borosil Capacity 

5 ml 

20 ml 
TLC Sprayer , with rubber tubing and teat , Borosil Capacity 25 ml 
Petridish Borosil ( 90 mm ) Duram 
Dropper bottle Borosil (56 ml) 


2 ,500 


6 ,000 


1 


40 


30 


900 
1,200 

600 
1,25 ,000 


300 


125 


42 
43 


200 


100 


20 ,000 


TENDER SCHEDULE 


1. 


4. 


6 . 


The period for which the rates to be in firm — One year. 
The rates should be inclusive of all taxes otherwise the tender will be rejected without any notice and for free 
delivery at the department concerned . 
Advance payments conditions will not be considered . 
Tender forms are neither transferable nor the cost of it will be refundable under any circumstances. 
Tenders are to be sent with details and illustrated pamphlet (wherever necessary ) neatly typed. Manuscripts should 
be avoided as far as possible . 

Tenders should be accompanied with a formal agreement executed in * 100 Kerala non - judicial- stamp paper together 
with required sum of Earnest Money Deposits. 
Earnest Money Deposits (one percentage ) of the total cost of the articles quoted for can be remitted by way of 
crossed Demand Drafts drawn in favour of the Principal, Medical College, Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 
relevant certificate along with their tenders . 
Tenders unsealed , unsigned or submitted without superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money Deposit will not be entertained . 


7 . 


9. 
10 . 


11. 
12. 


Belated tenders will not be considered under any circumstances . 
For Medicines, Surgicals and Materials, Samples should be submitted along with the tender . Tenders without 
samples will not be considered for selection . 


13. 


Tenders should bear the Signature and full Postal address of the Tenderers, witnesses, whereever necessary . 


The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 
tenderers. 


15 . 


Specifications of the items are given in the list. 


16. 


Negotiation will be made only with the firm offering lowest price whose specification confirms to the requirements 
in the tender notification . 


17. 


Tender will be opened in the presence of such of the tenderers or their authorized representative who may present 
at that time. 


| 18 . 


More details can be had from this office on Working hours . 


Medical College, 
Thiruvananthapuram . 


( Sd.) 
Principal. 


TENDER NOTICE 


No. C2/ 14462/ 2013/ MCT. 

18th July 2013 . 
Sealed competitive tenders are invited for the 
supply of Medicines , Consumables and Electrical items 
required for the SAT Hospital, Thiruvananthapuram . 

Tender should be superscribed , tender numbers and 
addressed to the Principal, Medical College , 
Thiruvananthapuram , Pin -695 011. Details can be had 
from this office on working hours till 3.30 p . m . 

Tender Numbers - 64/2013 , 65/2013, 66/2013, 67/2013 , 
68/2013, 69/2013 , 70/2013 , 71/2013 . 
Cost of tender form (inclusive Sales Tax): 

Original 1,050 for tender numbers 64 /2013 to 
69 /2013 and 71/ 2013 , 7 420 for tender number 70 /2013 . 


തിരു വ ന ന്ത പുരം മെഡിക്കൽ കോളേജില 
എസ്. എ . റ്റി . ആശു പതി യി ലേക്ക് മെ ഡി സിൻ, 
കൺസ്യൂമബിൾസ് ആന്റ് ഇലക്ട്രിക്കൽ സാധനങ്ങൾ എന്നിവ 
വിതരണം ചെയ്യുന്ന തിന് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു . ദർഘാ സു കൾ ദർഘാസ് 
നമ്പരോടു കൂടി നിശ്ചിത തീയതിക്കു മുമ്പ് പ്രിൻസിപ്പാൾ, 
മെഡിക്കൽ കോളേജ്, തിരു വ ന ന്ത പുരം- 695 011 എന്ന 
വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പർ - 64 / 2013, 65/ 2013, 66 / 2013, 67 / 2013, 
- 68 / 2013, 69 / 2013, 70 / 2013, 71/ 2013. 
- ദർഘാസ് ഫോറത്തിന്റെ വില (ടാക്സ് ഉൾപ്പെടെ) : 

അസ്സൽ - ദർഘാസ് നമ്പർ 64 /2013 മുതൽ 
69 / 2013 വരെയും 71/ 2013 - നും 3 1,050 , ദർഘാസ് നമ്പർ 
70 / 2013 - ന് ? 420. 

- ശരിപ്പകർപ്പ് - ദർഘാസ് നമ്പർ 64 / 2013 
മുതൽ 69/ 2013 വരെയും 71/ 2013 - നും 3 525, ദർഘാസ് നമ്പർ 
70 / 2013 - ന് 3 210 . 

- ദ ർ ഘാസ് വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 30 - 8 - 2013, 3 മണി. 


| Duplicate ? 525 for tender numbers 64 /2013 to 
69/2013 and 71 / 2013 , 3 210 for tender number 70/2013 . 

Last date and time for sale of tender form 
30-8 -2013, 3 p. m . 

Last date and time of receipt of tender 
form - 31 -8-2013, 2. 30 p . m . 

Opening date and time of tender — 31-8 -2013 , 3 p. m . 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
( 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram , Kerala - 
State , Pin - 695 011. Money Order should reach this office 
on or before 20- 8 -2013 . No other forms of remittance will 
be accepted. 


- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 31- 8 - 2013 , 2.30 മണി. 

- ദർ ഘാസ് തുറക്കുന്ന അവസാന തീയതിയും 
സമയവും- 31 - 8- 2013, 3 മണി. 

- ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട 
തുക (t 50 ) അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 

ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീക രി ക്കു ന്ന താ ണ് . അ ല്ലാ തെ യുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കു ന്നതാണ്. ഫോറത്തോടൊപ്പം 
- മുദ്രപത ങ്ങ ളോ മറ്റേ തെ ങ്കിലും ഡോക മെ ന്റു കളോ 
അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു കൊണ്ടുള്ളതും മേൽവിലാസം 
വ്യക്ത മ ല്ലാത്ത തു മാ യ മണി യോർഡ്റു കൾ നിര സി ക്കു 
ന്നതാണ്. മണിയോർഡറുകൾ വഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടു 

കൊ ണ്ടുള്ള അപേക്ഷകൾ ഈ ഓഫീസിൽ 20 - 8 - 2013 - ന് 
മുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ 


13 . Budesonide Respules 


500 Nos. 


നിര സിക്കു ന്ന താണ്. ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല . 
താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീക രി ക്കു ന്ന ത ല്ല . കൂ ടു തൽ വിവ ര ങ്ങ ൾ പവ്യത്തി 
ദിവസങ്ങളിൽ ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


TIL 


200 Nos. 


14. Multivitamin pied drops 
15. Probiotic Sachet 
16 . Oral Zinc Syp . 
17. Oral Zinc Tab . 


3000 Nos. 


100 Nos. 


LIST OF THE ITEMS 


- 


500 Nos . 


No. C2/ 14462 (1)/2013/MCT. 


Tender No. 64 /2013. 


1. 25 % Dextrose 100 ml 


500 Nos. 
500 Nos. 
1000 Nos . 


100 Nos. 


2. Diclofenac Suppository 12 .5 
3. Diclofenac Suppository 25 mg. 
4 . Inj. Clonidine 150 micro Gm /ml 

m 1 amp 
5. Inj. Adreno Cortico Tropic 

Hormonre ( ACTH ) - 
6 . Inj. Astreonam 1 gm . 
7. Inj. Cefepime 1 gm . 
8. Inj. Meropenam 1 gm . 
9. Inj. Normal Saline 100 ml. 


No. C2/14462(3)/2013/MCT. Tender No. 66 /2013. 
1. B . P. Cuff with bag and 

bulb ( Paediatric ) - 100 Nos. 
2. Jackson Rees Modification of 
Hyre s T Piece 

50 Nos . 
3. B . P . Bulb 

50 Nos . 
4 . Bains Circuit 

25 Nos . 
5. Gown Dispossible 

500 Nos . 
6. B . P. Cuff with bag and bulb ( Adult) 100 Nos. 
7 . Shaving Set 

100 Nos. 
8. Sterile Surgens gown 

2000 Nos. 
9. Bacterial Filter 

200 Nos . 
10 . Enema Can 2.5 lr. 

25 Nos. 


5 Nos. 


100 Nos. 


200 Nos. 


LLLLLLLLLLL| 


250 Nos. 
2000 Nos . 


200 Nos . 


10 . Inj. Rocuroniuem 
11 . Midazolam Syrup 2mg/ml. 

15 mlbottle 


11. ECG Paper (Digital Blue ) 108 Rolls 


210 Nos . 


- 


100 Bottles 


12 . Enema nozzle 


12 . Peritonial Dialysis Fluid 1 Lr. 


- 


100 


Lr. 


100 Nos . 
5000 Nos 


13. Measured Volume set 


13. Preservative Ketamine Amp 

5 mg/ml.-2 ml 


14 . Inj. Tercoplanin 200 mg. 
15. Inj. Colistin 


100 Nos. 
100 Nos. 
100 Nos. 


Tenda 


No. C2 /14462 (4)/2013/MCT. Tender No. 67 /2013 . 
1. Venturi Mask Colour coded with 

kink resistant Oxygen tubing 24 % , 

28 % , 31 % , 35 % , 40 % , 50 % , 60 % each – 20 Nos . Each 
2 . Largyneal Mask Airway classical 

size 1, 1.5 , 2 , 2 .5 , 3, 4 , 5 each – 25 Nos. Each 
3. Intubating LMA 3, 4 , 5 each 

5 Nos. Each 
4. Nebulization Set (Paediatric ) 

1000 Nos. 
5. Nebulization Mask ( Adult ) - 1000 Nos. 


Tender No. 68 /2013 . 


No. C2 / 14462 ( 2)/2013 /MCT. Tender No. 65 /2013. 
1. Inj. Prostoglanden El 

- 25 Nos . 
2. Inj. Levetiacetam 

200 Nos. 
3 . Inj. Amino acid Solu . 10 % 100 ml. — 200 Nos. 
4. Inj. Syp . Caffeine Citrate 

300 Nos. 
5 . Paracetamol drops 

25 Nos. 
6 . I/V immunoglobulin 1 gm . 

50 Nos . 
7. Frusemite Drops 

20 Nos. 
8 . Inj. Caffeine Citrate 5 ml. 

100 Nos . 
9. Syp. Calcium Phosphate 

200 Nos . 
10 . Vitamin D3 drops ( 400 mcg /ml) 200 Nos. 
11. Iron drops (30 mg/ml) 

100 Nos . 


No. C2/14462 (5)/2013/MCT. 

1. Nasal Prongs ( Infant ) 
2 . Oxygen Mask Adult 


- 


150 Nos. 


1000 Nos. 


3. Venture Mask 


10 Nos. 

Nos. 
10 Nos. 


4 . RAE Tube MMIW 
5. RAE Tube 4.5 MMIW 
6. RAE Tube 5 MMIW 
7. RAE Tube 5.5 MMIW 


10 Nos. 


12 . Hmf-Human milk fortifier 


1000 Nos . 


10 Nos. 


– 


1000 Nos. 


20 . 12 Circle Traingular 

( cutting needle No. 7 ) 
21. Suture needle 12 c cutting size 8 


— 


8 . Oxygen Mask (Paediatric ) 
9 . Three way stop cock with 

Extension Tubing 100 cm . 


12 Nos . 


- 


2500 Nos. 


– 


500 Nos. 


22 . Suture needle 12 c cutting size 9 


– 


500 Nos. 


10 . Three way stop cock with 

Extension Tubing 50 cm . 


2000 Nos. 


200 Nos. 


11. Three way stop cock with 

Extension Tubing 25 cm . 


- 


1000 Nos. 


23 . Hypodermic needle 26 
24. Elasto Crape Bandage 
25. Suture needle 12 c cutting size 10 
26 . Brooms with handle 

CVP catheter set 20/22 G 15cm . 


– 


500 Nos. 


12. Three way stop cock with 

Extension Tubing 10 cm . 


75 Nos. 


1000 Nos. 


- 


50 Nos . 


13. Disposable Plastic Sheet 


20000 Nos. 


14 . Disposable Leggings 


— 10000 Nos. 


28. Face mask , 00 size 


50 Nos. 


50 Nos. 


No. C2/ 14462(6 )/2013 /MCT. 


Tender No. 69/2013 . 


50 Nos. 


- 


25 Nos . 


29. Face mask , 0 size 
30. Face mask , 1 size 
31 . Face mask , 2 size 
32. Face mask , 3 size 


50 Nos. 


50 Nos . 


- 


33. Face mask , 4 size 


50 Nos. 


- 


34 . Floor Brush 


1. NST Paper 
2. Trachestomy Tube PVC with 

introducer and neck Tape 6 .5 mm 
3. Trachestomy Tube PVC with 

introducer and neck Tape 7 mm . 
4. Trachestomy Tube PVC with 

introducer and neck Tape 7.5 mm . 
5 . Trachestomy Tube PVC with 

introducer and neck Tape 8 mm . 
6 . Trachestomy Tube PVC with 

introducer and neck Tape 8.5 mm . 


500 Nos. 
500 Nos . 


35 . Latrine Brush 


– 


No. C2/ 14462( 7) /2013 /MCT. 


Tender No. 70 / 2013 . 


- 


20 Nos . 


1. Venous Extension tubing 100 cm ., 

150 cm . Each 


100 Nos. 


2 . Gum Elastic Bougie 2.5, 3, 3.5, 4 Each 


10 Nos. 


20 Nos . 


3. Microdrip Set IV 


500 Nos. 


500 Nos. 


7 . Nasal prongs (Paediatric ) 


4. Nail Brush 


50 Nos. 


5000 Nos. 


8. Disposable plastic Apron 
9. Steel Jar for Cheetle forceps 


16 Nos. 


5 . Lega clip Extra (LT 200 medium 

size clip ( 36 x 1) box 


- 


2 


Box 


10 . Adhesive Crape Bandage 


200 Nos . 


100 Nos. 


25 Nos . 


6 . Opsite 
7 . Fix mull (10 cm .x10 mt.) roll 


30 Nos. 


11. Reservyor Bag .5 L . 
12 . Reservyor Bag 1 L. 
13 . Reservyor Bag 2 L . 


25 Nos . 


15 Nos. 


25 Nos . 


8. Kidney Tray (Medium ) 
9. Kidney Tray (Small ) 
10. Kidney Tray (Large) 


10 Nos. 


10000 Nos. 


10 


Nos. 


- 


500 Nos . 


14 . Vetenary gloves long 
15. Utility gloves long 
16 . Bandage cloth Bleached 

116 cm . x 16 cm . 


11 . Rexin covers for matress 


100 Nos . 


20 Nos. 


- 


1000 Nos. 


12. Plastic Container with Lid (Large) 
13. Plastic Container with Lid (Small) 


20 Nos. 


12 Nos. 


14 . Steel Basin 


10 Nos . 


17 . B . Linch needle 3 2 

(Straight Round Body ) 
18 . Tapper cut needle No. 8 
19. Round Body needle No . 6 


12 Nos. 


20 Nos. 


15. Tongue Depresser (Plastic ) 
16 . Dispo. Syringe Plastic 50 ml. 


12 Nos. 


600 Nos . 


No. C2/ 14462(8 )/2013 /MCT. 


Tender No. 71 /2013 . 


TLLLLLLLL 


1. Battery Big size 

- 
2. Battery medium size 
3. Battery small size 
4 . Electric Choke 40 w 
5. Electronic Choke 40 w 
6 . Electric starter 
7 . Electric Heater (2000 v) 
8 . Electric Heater coil 2000 w (S.S. Ring) – 
9. Bulb Holder 
10 . Three Pin Plug 15 amp 
11. Phototheraphy Tube 2 20w Blue 
12. Phototheraphy Tube 2 20w White 
13. Tube light 4 40w 
14. Electric Bulb 60w 
15 . CFL Tube 20w 
16 . Electronic Choke 20w 
17. Laringoscope Bulb 
18. Suction Apparatus with accessories 
19. TS Tube 
20. Three Pin Plug 6 Amp. 
21. Heater Electric 2000w 
22. Sterilizer Adaptor with cord and plug 


1000 Nos . 
1000 Nos. 
3000 Nos . 
200 Nos. 
100 Nos . 
1000 Nos. 

2 Nos . 
30 Nos. 
75 Nos. 
100 Nos. 
50 Nos. 
50 Nos. 
150 Nos. 
200 Nos. 
250 Nos. 
100 Nos. 
250 Nos. 

10 Nos. 
50 Nos. 
20 Nos. 
30 Nos . 
50 Nos. 


Medical College, 
Thiruvananthapuram . 


(Sd .) 
Principal. 


